MONUMENT  RECORD 
State  of  Indiana  -  County  of  Monroe 


Section:  08  Township:9  N  Range:  2  W 


Corner  ID:  Rich  G-09 


Monument  Description  &  Remarks:  Found:  RR  spike  in  the  center  of  Starnes  RD. 


References  On  File:  Halt-Halt  Farm  Subdivision  by  Bledsoe-Tapp-Riggert  Inc. 

Field  Book:  2000-01 

Page  No.:  47 

USGS  Quad:  Whitehall 
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C-N  89°  E  17.23'  to  MAG  nail  in  12"  powerline  pole.  S.M.  4.5'  A.G. 
D-N  86°  W  20.20'  to  SW  corner  of  limestone  post. 

E-N  86°  W  18.11'  to  4"x4"  tapered  limestone  monument. 


I,  Kevin  P.  Enright,  Monroe  County  Surveyor,  hereby  certify  that  this  document  was  prepared  under  my 
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October  13, 2000 


